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ENGINEERING STUDY. 
: CHANGE PROPOSAL 
AFFECTS ! - WSPO — provect [3] 
NAME OF MAJOR COMPONENT PART OR LOWEST SUBASSEMBLY PART NO. & MODEL OR TYPE 
6-18-13 INSTAL 105800 PRESS. REGULATORS 
TITLE OF PROPOSAL = 
es 618~P3 ATR PRESSURE REGULATOR IMPROVEMENT 
NATURE OF PROPOSAL : 
SEE PAGE 2 
ie a . 
REASON FOR PROPOSAL ! » 3 ol 
' . SEE PAGE 2 
( 


ESTIMATED COST/AND TIME INVOLVED : 
ADDITIONAL FUNDING REQUIRED : > 
ESTIMATED COST FOR KITS OR PARTS 
| ADDITIONAL FUNDING REQUIRED : 


SE PME 3 
RONE (&P-1923) 


J ITEMS AFFECTED BY PROPOSAL:  A12. 105800 & 105800=7 Press. Regulators 


MISSION 
EFFEC. 
TIVENESS 


EST. MAN/HRS. REQ’D. TO ACCOMPLISH CHANGE IN FIELD 
SOURCE OF PARTS FOR KIT GFAE & VENDOR AVAILABILITY WEEKS AFTER APPROVAL 


See Description of Change 


\__' | DISPOSITION OF SPARES AFFECTED j ducley | Ca g 
All 105800 & 105800-7 to be reworked & reidentified MA 
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WAXURE OF PROPORAL! 


 Teeue Service Bulleting (no Kits) to replace allAcessory Prod. Co. 105800 
' & 105800-T Pressure Regulators with 1058 


O=13 Reguletars. Reguiators to be 
furnished GFAE end Bulletins to be incorporated on an “as parts available” 
basi. 


105800-13 regulators to be obtained by re-working and reidentifying all 
105800 & 105800-7 regulators on a turn-around schedule. This schedule to 
be accomplished by retauning regulators to ae forrework at a rate conven- 
ient to WRAMA (recomend 5 per month mi 


Weight & Balance 
The effect of this change on weight and balance is negligible. 


BRASON FOR PROPOSAL: i 


It has been discovered, ete IRAN, that the 105800<7 regulators used on = 
the 618-93 installation have been experiencing “chatter” damage. The 


 peening and indenting of internal parts caused by regulator chatter effects 


the pressure setting, thus degrading the reliability of the 618-3 pressure 
environment. 


the 105600 & 105800~7 reguiatora with an improved regulator 


Replacing 
; oP Will eecomplish the followings 
Ae _ Provide wore ‘relteble pressure aba (oni: thus tnproving, reliability 


4 the. ABE He? Radio in Customer 2 articles. 


- a. » “Mmplity ‘spares support and ninimize ‘regulator inventory is converting 


ee ee ee eee 


“tthe current usage rae Profuets fh 105800 & 105800~7 
- Pressure Regulators is as follows: 


105800 Oo Gust. #2 Hydraulic Reservoir 


10580027 Cust. #1 Hydraulic Reservoir 
& Gust. #2 618-83 Radio Insti. 
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